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MEMORANDUM FOR NATIONAL FOREIGN INTELLIGENCE BOARD 


FROM : Walter Elder 
Secretary 
SUBJECT : Department of Energy Representative to NFIB 


Effective 12 January 1979, Mr. Bruce Clarke is designated the 


Department of Energy Senior Intelligence Officer and DOE Representative 


to the National Foreign Intelligence Board, succeeding = STAT 


—— 


STAT 
Walter Elder. 


Approved For Release 2004/01/29 : CIA-RDP83-00156R000200070101-7 4 


7 = 


